To:  Eoc,  Epahq[Eoc. Epahq@epa.gov];  Webster,  Daniel[Webster. Daniel@epa.gov];  Hayes, 

Mark[hayes. mark@epa.gov];  Foster,  Althea[foster. althea@epa.gov];  Crossland, 

RonniefCrossland. Ronnie@epa.gov];  Nattis,  Randy[Nattis. Randy@epa.gov];  Chavez, 

Luke[Chavez. Luke@epa.gov];  Farris,  Laura[Farris. Laura@epa.gov];  Copeland, 

Michael[Copeland. Michael@epa.gov];  Ackerman,  Joyce[Ackerman. Joyce@epa.gov];  R8 
RRC[R08_RRC@epa.gov];  R6  RRC[R6_RRC@epa.gov];  R9_RRC[R9_RRC@epa.gov];  OSWER  OEM 
Managers[OSWER_OEM_Managers@epa.gov];  OSWER  OEM 
PROD[OSWER_OEM_PROD@usepa. onmicrosoft.com];  OSWER  OEM 

EOC[CNOSWER_OEM_EOCORRC@epa.gov];  Cristiano,  GinafCristiano. Gina@epa.gov];  Ostrander, 
David[Ostrander.David@epa.gov];  Williams,  Laura[williams. Iaura@epa.gov];  Petersen, 

Chris[petersen. chris@epa.gov];  Allen,  HarryL[Allen. HarryL@epa.gov];  Guria, 

Peter[Guria. Peter@epa.gov];  Meer,  Daniel[Meer. Daniel@epa.gov];  James, 

Kennetta[James. Kennetta@epa.gov];  OSWER  OEM  EOC 
Positions[OSWER_OEM_EOC_Positions@epa.gov];  OSWER  OEM  REMOVAL 
MANAGERS[OSWER_OEM_REMOVAL_MANAGERS@epa.gov] 

Cc:  Irizarry,  Giiberto[lrizarry. Gilberto@epa.gov];  Canzler,  Erica[Canzler.Erica@epa.gov]; 

Cheatham,  Reggie[cheatham. reggie@epa.gov];  McCollum,  Harriet[McCollum. Harriet@epa.gov];  Rothery, 
Deirdre[Rothery. Deirdre@epa.gov];  Merritt,  Steven[Merritt. Steven@epa.gov];  Nalipinski, 

Mike[Nalipinski. Mike@epa.gov];  Tuiis,  Dana[Tulis. Dana@epa.gov];  Woodyard, 

Josh[Woodyard. Joshua@epa.gov];  Moxley,  Bret[Moxley. Bret@epa.gov];  Atencio, 

Kathie[Atencio. Kathie@epa.gov];  Broussard,  Rebecca[Broussard. Rebecca@epa.gov];  Lloyd, 

Lisa[Lloyd. Lisa@epa.gov];  Matthiessen,  Craig[Matthiessen. Craig@epa.gov];  Schlieger, 

Brian[schlieger.  brian@epa.gov] 

Hello  All: 

This  teleconference  will  occur  every  weekday  at  1230  EDT/1130  CDT/1030  MDT  to  discuss  the  Gold  King 
Mine  Release  response. 

Agenda 

Area  Command  Situational  Update  and  Incident  Objectives  for  Operational  Period 

HQEOC-  Situational  Update  and  Incident  Support  Objectives 

Region  8 EOC  Update  & Issues/Needs 

Region  6 EOC  Update  & Issues/Needs 

Region  9 EOC  Update  & Issues/Needs 


Note  all  regions  are  now  invited  to  listen  in  for  situational  awareness.  If  you  have  specific  needs  issues 
for  your  region,  please  speak  up  during  the  call,  but  we  are  not  expecting  a report  for  each  region. 


Best  regards, 

Pete  Oh,  Watch  Officer 
EPA  HQ  EOC 
202-564-3850 
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